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As-it-happens update • March 7, 2018 
NEWS 

Gov. Cooper: Judges got it wrong on elections board ruling 

WRAL.com 

RALEIGH, N.C. — Democratic Gov. Roy Cooper says a three-judge panel got it wrong by deciding a North Carolina 
Supreme Court decision meant only a small portion of a law combining elections and ethics duties into one agency should be 
struck down. Cooper's attorneys asked Tuesday for the ... 



In GOP victory, judges decide NC Supreme Court ruling is narrow 

WBT 


RALEIGH, N.C. (AP) A panel of state judges decided Monday that a recent North Carolina Supreme Court ruling favoring 
Gov. Roy Cooper means only a portion of a 2017 law combining the state ethics and elections boards is now struck down. 
The unanimous order by three trial court judges is a victory ... 
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DEQ official: Permit decision separate from pipeline fund 

WRAL.com 

Roy Cooper's administration reiterated Tuesday that a decision to approve a key permit for the Atlantic Coast Pipeline was in 
no way connected to a $57.8 million fund the pipeline operators provided. Sheila Holman, an assistant secretary at the state 
Department of Environmental Quality, is at least the ... 
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